RESEARCHES   OF  SIR   W.   CROOKES

which I mentioned in a former article. I have the most
absolute certainty that Miss Cook and Katie are two separate
individuals so far as their bodies are concerned. Several
little marks on Miss Cook's face are absent on Katie's.
Miss Cook's hair is so dark a brown as almost to appear
black ; a lock of Katie's, which is now before me, and which
she allowed me to cut from her luxuriant tresses, having first
traced it up to the scalp and satisfied myself that it actually
grew there, is a rich golden auburn.

On one evening I timed Katie's pulse. It beat steadily
at 75, whilst Miss Cook's pulse a little time after was going
at its usual rate of 90. On applying my ear to Katie's
chest, I could hear a heart beating rhythmically inside, and
pulsating even more steadily than did Miss Cook's heart
when she allowed me to try a similar experiment after the
stance. Tested in the same way, Katie's lungs were found
to be sounder than her medium's, for at the time I tried
my experiment Miss Cook was under medical treatment
for a severe cough.

Crookes took forty-four photographs of Katie
King by the aid of electric light. Writing in The
Spiritualist (1874, p. 270), he describes the methods
he adopted :

During the week before Katie took her departure, she
gave seances at my house almost nightly, to enable me to
photograph her by artificial light. Five complete sets of
photographic apparatus were accordingly fitted up for the
purpose, consisting of five cameras, one of the whole-plate
size, one half-plate, one quarter-plate, and two binocular
stereoscopic cameras, which were all brought to bear upon
Katie at the same time on each occasion on which she stood
for her portrait. Five sensitizing and fixing baths were
used, and plenty of plates were cleaned ready for use in
advance, so that there might be no hitch or delay during